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GENERAL Operations 
SPECIFIC 


1. Mission 1109 was flown by 7 1956 
190. Special equipment consisted and Duration © 


SUBJECT 


the flight was eight hours four minutes. Take-off was as scheduled. 


2. No problems were enggyantered in launching the mission. 
reported satisfactory opera camera equipment and no malfunction 
The photographic results of this 
ht checks and reviewing the 
are estimated to be highly 


clips and the 
successiul, 


3. No problems were encountered in the briefing or de-briefing of 
this mission. 


4 Plotting time for this mission was two hours fifteen minutes. 
Route was overcast from take-off base to[__——'|s«ORemainder of the 
route was plottable (except over large water areas) until the overcast was 
again encountered made a deliberate and planned 
course deviation to pw our miles to the northeast of the 
planned course over the intained course 
within three miles The clock apparen stopped at about 1200 
hours and thus was of no value to this mission. 


5. On the return ea his radio compass tol | 


(278 mes), A very strong station presumably an Iron Curtain origin, 
noticably affected the needle bearing. [___—jreported this signal as 
being strongest at 273 mcs, but noticable 5 mcs each side. 
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7. The photographic results of this mission, as can be determined from 
post flight checks and reviewing 
are successful. The only exception is ock stopped 4 
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